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Cisplatin 
HPLC analysis of unchanged cis-diam- 
minedichloroplatinum (cisplatin) in 
plasma and urine with post-column 
derivatization 462 

Clonazepam 
Simple and sensitive method for monitor- 
ing clonazepam in human plasma and ur- 
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Cobalamins 
HPLC separation and dual competitive 
binding assay of corrinoids in biological 
material 81 
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HPLC separation and dual competitive 
binding assay of corrinoids in biological 
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HPLC separation and dual competitive 
binding assay of corrinoids in biological 
material 81 

Crystallins 
Molecular mass distribution of water-sol- 
uble crystallins from the human foetal lens 
during development 277 

Cyclic adenosine monophosphate 
Determination of adenosine and cyclic 
adenosine monophosphate in urine using 
solid-phase extraction and HPLC with 
fluorimetric detection 437 

Cyproterone acetate 
Determination of megestrol acetate and 
cyproterone acetate in serum of patients 
with advanced breast cancer by 
HPLC 145 
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Sensitive method for the determination of 
daunorubicin and all its known metabo- 
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fluorescence detection 359 
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Simultaneous determination of sparteine 
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lites in urine by HPLC with electrochem- 
ical detection 194 
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Determination of denopamine in human 
and dog plasma by HPLC with electro- 
chemical detection 500 
Derivatization, LC 
Determination of prostaglandins in hu- 
man seminal fluid by solid-phase extrac- 
tion, pyridinium dichromate derivatiza- 
tionandHPLC 21 
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Determination of nizatidine and two of its 
main metabolites in human serum using 
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Dexamethasone 
Determination of dexamethasone in bo- 
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cis-Diamminedichloroplatinum 
HPLC analysis of unchanged cis-diam- 
minedichloroplatinum (cisplatin) in 
plasma and urine with post-column 
derivatization 462 
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Determination of metrifonate and di- 
chlorvos in whole blood using GC and GC- 
MS 309 
Dihydropyrimidine dehydrogenase 
New HPLC method for the determination 
of low activities of dihyropyrimidine 
dehydrogenase 431 
Dipyrrolic azosulfanilates 
HPLC analysis of bile pigments as their 
native tetrapyrroles and as their dipyr- 
rolic azosulfanilate derivatives 287 
Disopyramide 
Simultaneous determination of disopyr- 
amide and its mono-N-dealkylated me- 
tabolite enantiomers in human plasma and 
urine by enantioselective HPLC 347 
Drugs 
Solid-phase extraction for the screening of 
acidic, neutral and basic drugs in plasma 
using a single-column procedure on Bond 
Elut Certify 161 


Dynorphin A (1-17) 
HPLC system for the separation of dynor- 
phin A (1-17) fragments and its applica- 
tion in enzymolysis studies with rat nerve 
terminal membranes 43 
Enzymes 
HPLC determination of four kinds of bio- 
tin-containing carboxylase 55 
Enzymes 
New HPLC method for the determination 
of low activities of dihydropyrimidine 
dehydrogenase 431 
10-Ethyl-10-deaza-aminopterin 
HPLC method for the analysis of 10-ethyl- 
10-deaza-aminopterin and metabolites in 
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Etomidate 
HPLC determination of etomidate in 
plasma 217 
Fluconazole 
Rapid determination of serum levels of a 
new antifungal agent, fluconazole, by 
HPLC 223 
Follicle-stimulating hormone 
Separation of human glycoprotein hor- 
mones and their subunits by reversed- 
phase LC 33 
Gabapentin 
Determination of gabapentin in plasma 
and urine by capillary column GC 167 
Glycopeptides 
Interfacing microbore and capillary LC to 
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MS for the analysis of glycopeptides 265 
Glycoprotein hormones 
Separation of human glycoprotein hor- 
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phase LC 33 
Haloperidol 
Simultaneous determination of haloperi- 
dol and reduced halopteridol by GC using 
a megabore column with electron-capture 
detection: application to microsomal oxi- 
dation of reduced haloperidol 182 
H*/K* ATPase inhibitor 
HPLC determination of the H*/K* 
ATPase inhibitor (BY 1023/SK&F 96 
022) and its sulphone metabolite in serum 
or plasma by direct injection and fully au- 
tomated pre-column sample _ clean- 
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Hormones 
Separation of human glycoprotein hor- 
mones and their subunits by reversed- 
phase LC 33 
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Determination of the plasma protein 
binding of the coumarin anticoagulants 
phenprocoumon and its metabolites, war- 
farin and acenocoumarol, by ultrafiltra- 
tionandHPLC 479 

Hypoxanthine 
Plasma and blood assay of xanthine and 
hypoxanthine by GC-MS: physiological 
variations inhumans 93 

Inositol phosphate 
HPLC separation of inositol phosphate 
isomers employing a reversed-phase col- 
umn and a micellar mobile phase 65 

Isepamicin 
Column LC determination of isepamicin 
in nasal cavity using gauze 473 
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Determination of marplan in human 
plasma using HPLC 237 

Laudanosine 
Determination of atracurium and lauda- 
nosine in human plasma by HPLC 319 

Luteinizing hormone 
Separation of human glycoprotein hor- 
mones and their subunits by reversed- 
phaseLC 33 

Lysergic acid diethylamide 
GC-electron-impact mass fragmentomet- 
ric determination of lysergic acid diethyl- 
amide in urine 103 

Marplan 
Determination of marplan in human 
plasma using HPLC 237 

Mefloquine 
Determination of the enantiomers of me- 
floquine in plasma and whole blood using 
a couple_—_achiral-chiral HPLC 
system 339 

Megestrol acetate 
Determination of megestrol acetate and 
cyproterone acetate in serum of patients 
with advanced breast cancer by 
HPLC 145 

Mepamil 
Determination of mepamil in human 
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plasma by reversed-phase HPLC with flu- 
orescence detection 251 

Metazosin 
Determination of metazosin in biological 
fluids by reversed-phase HPLC with flu- 
orescence detection 245 
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HPLC determination of four kinds of bio- 
tin-containing carboxylase 55 

Metrifonate 
Determination of metrifonate and di- 
chlorvos in whole blood using GC and GC- 
MS 309 

Neutral drugs 
Solid-phase extraction for the screening of 
acidic, neutral and basic drugs in plasma 
using a single-column procedure on Bond 
Elut Certify 161 

Nifedipine 
Photodegradation of nifedipine relative to 
nitrendipine evaluated by LC and 
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Nitrendipine 
Photodegradatiow of nifedipine relative to 
nitrendipine evaluated by LC and 
GC 175 
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Determination of nizatidine and two of its 
main metabolites in human serum using 
HPLC 369 
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Determination of nizatidine and two of its 
main metabolites in human serum using 
HPLC 369 

Oxalate 
Rapid determination of urinary oxalate by 
HPLC 402 
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HPLC system for the separation of dynor- 
phin A (1-17) fragments and its applica- 
tion in enzymolysis studies with rat nerve 
terminal membranes 43 

Phenobarbital 
Determination of anticonvulsant drugs 
and methyl xanthine derivatives in serum 
by LC with direct injection: column- 
switching method using a new internal- 
surface reversed-phase silica support as a 
precolumn 455 

Phenprocomoun 
Determination of the plasma protein 


binding of the coumarin anticoagulants 
phenprocoumon and its metabolites, war- 
farin and acenocoumarol, by ultrafiltra- 
tionand HPLC 479 
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Determination of anticonvulsant drugs 
and methy!] xanthine derivatives in serum 
by LC with direct injection: column- 
switching method using a new internal- 
surface reversed-phase silica support as a 
precolumn 455 

Primidone 
Determination of anticonvulsant drugs 
and methyl xanthine derivatives in serum 
by LC with direct injection: column- 
switching method using a new internal- 
surface reversed-phase silica support as a 
precolumn 455 

Propionyl-coenzyme A carboxylase 
HPLC determination of four kinds of bio- 
tin-containing carboxylase 55 

Prostaglandins 
Determination of prostaglandins in hu- 
man seminal fluid by solid-phase extrac- 
tion, pyridinium dichromate derivatiza- 
tionandHPLC 21 

Pyridinium dichromate 
Determination of prostaglandins in hu- 
man seminal fluid by solid-phase extrac- 
tion, pyridinium dichromate derivatiza- 
tionandHPLC 21 
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HPLC determination of four kinds of bio- 
tin-containing carboxylase 55 

Reduced haloperidol 
Simultaneous determination of haloperi- 
dol and reduced haloperidol by GC using a 
megabore column with electron-capture 
detection: application to microsomal oxi- 
dation of reduced haloperidol 182 
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HPLC determination of the H*/K* 
ATPase inhibitor (BY 1023/SK&F 96 
022) and its sulphone metabolite in serum 
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Solid-phase extraction 
Solid-phase extraction for the screening of 


acidic, neutral and basic drugs in plasma 
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Sparteine 
Simultaneous determination of sparteine 
and its 2-dehydro and 5-dehydro metabo- 
lites in urine by HPLC with electrochem- 
ical detection 194 

Steroids 
Determination of megestrol acetate and 
cyproterone acetate in serum in patients 
with advanced breast cancer by 
HPLC 145 

Tenilsetam 
Determination of tenilsetam in human 
plasma and urine by HPLC 486 

Tetrapyrroles 
HPLC analysis of bile pigments as their 
native tetrapyrroles and as their dipyr- 
rolic azosulfanilate derivatives 287 
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Determination of anticonvulsant drugs 
and methyl] xanthine derivatives in serum 
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Determination of anticonvulsant drugs 
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by LC with direct injection: column- 
switching method using a new internal- 
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Thioridazine 
Determination of the serum concentra- 
tions of thioridazine and its main metab- 
olites using a solid-phase extraction tech- 
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Thyroid-stimulating hormone 
Separation of human glycoprotein hor- 
mones and their subunits by reversed- 
phase LC 33 

Tibenelast 
Determination of a potential antiasth- 
matic compound, tibenelast, and its appli- 
cation to phase I clinical trials 377 

Tricyclic antidepressants 
Detection of tricyclic antidepressants in 
body fluids by GC with a surface ioniza- 
tion detector 189 

Trimetrexate 
Improved chromatographic method for the 
determination of trimetrexate in 
urine 468 

Viloxazine 
Sensitive one-step extraction pro’ edure for 
HPLC determination of viloxazine in hu- 
man plasma 494 

Vinpocetine 
New assay method for the determination 
of cinpocetine in human plasma with GC- 
MS without transesterification caused by 
solvents 442 

Vintriptol 
HPLC bio-analysis and preliminary phar- 
macokinetics of the experimental antitu- 
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Warfarin 
Determination of the plasma protein 
binding of the coumarin anticoagulants 
phenprocoumon and its metabolites, war- 
farin and acenocoumarol, by ultrafiltra- 
tionandHPLC 479 

Xanthine 
Plasma and blood assay of xanthine and 
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